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            Abstract
          
        

        
          첨단 해양 플랫폼의 전자시스템이 고집적·복잡화됨에 따라 열관리와 시스템 건전성 관리의 통합 필요성이 증가하고 있다. 본 연구는 열관리, 예측 및 건전성 관리(PHM), 상태기반정비 관련 연구를 분석하여 데이터, 통합, 의사결정 및 검증 측면의 연구 공백을 도출하였다. 이를 바탕으로 열정보를 전력, 진동, 계산부하 및 환경조건 등 다중 상태정보와 연계하여 상태평가와 유지보수를 지원하는 미션 전자 열 관리 아키텍처(METMA)를 제안하였다. 또한 TEVV 벤치와 비민감 데이터를 활용한 단계적 검증체계를 제시하여 향후 해양 전자시스템의 통합 열관리 및 건전성 관리 실증연구를 위한 기반을 마련하였다.

        

        
          
            초록
          
        

        
          As electronic systems in advanced maritime platforms become increasingly integrated and complex, the need for integrated thermal management and system health management continues to grow. This study reviews research on thermal management, prognostics and health management, and condition-based maintenance, identifying research gaps in data, integration, decision-making, and verification. Based on these findings, the Mission Electronics Thermal Management Architecture is proposed to support condition assessment and maintenance by integrating thermal information with multimodal condition data, including power, vibration, computational load, and environmental conditions. A phased verification framework using a TEVV bench and non-sensitive data is presented as a foundation for future empirical research on integrated thermal and health management of maritime electronic systems.
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